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M-MORANDUM FOR THE R CORD 


25X1A2q 
SUBJECT 5 Concurrence in Amendment No, 1 to Contract No, with 
General Precision Laboratories, Incorporated Project 
4 (AQUATONE). 25X1A2d1 


1. This memorandum contains a recommendation submitted for the 
approval of the Project Director. Such recommendation is contained 


in Paragraph 5. 


25X1A2g 2, Contract No. MBB provides for the services ot technicians 
rained by General Precision Laboratories, Incoporated in the operation 
end maintenance of Raden Navigation Systems at places within the ZI and 
ovearceas, on temporary and permanent change-of-station status, The 
contract period is 12 October 1956 through 30 June 195% with e total 25X1A1a 
allocated amount of : 


3, This Amendment No. 1 extends the period ot /pérformance through 25X1A1a 
31 July 1957 and allocates an additional ft This amount is to 
be obligated against Fiscal Year 1953 AQUATONE funds, Concurrence 
below by the Comptroller will signify that funds are available ‘or this 


i) 
On moitment, 
gp 25X1A1a 
> > 4. This contract will be handled under the procedure approved by 
© Rothe DCI on 15 December 1956, which eliminates a separate certification 
Qxnom the DCI under authority of Public Law 110, Section 10(b). The totel 
sisount now allotted for this contract is ease 
eOKNNeg 5. Approval of Amendment No, 1 to Contract No. and execution 


thereof on behalf of the Agency by the authorized Project Contracting 


x P Oftieer 1g recommended. 
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3, ae araAgrel granted. 
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25X1A2d1 ; 
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25X1A5a2 


Ae rertaae paenantor eg 


transpartatd, 
the United States ot cmilekies oF aantquennt.. 


3. 36 is believed the above will be sufficient infomation ant 
muthority to pemnlt proper payment endfor reteshuremunt to the mihject 
imiivigual amd it will give yuu a general iden of the alight 
that we beve yocently effected tn plans with all suppliers. 
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